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OUTGOING TELEGRAM DIST: 


OPERATIONAL IMMEDIATE como x 2” 
OPS 2 
COMDR 1 


DATE 20 JUNE 1957 


TO 4 
INFO: 
oe aS’ 
SS (61o 


ALFA 1380 
BRAVO 12000 FT a .:.) UNPROCESSED 


CHARLIE 20//,35% JUN 57 


DELTA 


ECHO____B57_#21439 AND B57 21,62 . 


FOXTROT_ETA ZI UNKNOWN, ETA 20/5105% JUN5S7 


GOLF_300 LBS, 10 CU FT, 3 BOXES 
rere ee pence ete 
HOTEL REMARKS: BELIEVE TOTAL oF 1057 EXPOSURES ONLY DUE TO POSSIBLE SHUTTER 


25X1A 


MALFUNCTION, FURTHER, AT UNDETERMINED POINT OBLIQUE 
MALFUNCTION OCCURRED RESULTING IN BE 22200 IN 25X1A 
VERTICAL POSITION. 
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